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UNCLASSIFIED 

PAGE 01 KUALA 03980 091051Z 
ACTION COME-OO 

INFO OCT-01 EA-12 ISO-OO EB-08 /021 W 

049590 091200Z/43 

R 090801Z MAY 78 
FM AMEMBASSY KUALA LUMPUR 
TO SECSTATE WASHDC 4077 

UNCLAS KUALA LUMPUR 3980 


Message Text 


E. O. 11652: N/A 
TAGS: BEXP, MY 

SUB J : MAJOR PROJECT: PORT KLANG POWER STATION 


REF: A) STATE 115923 B) KUALA LUMPUR 2089 

AS MENTIONED IN REF (B), NATIONAL ELECTRICITY BOARD (NEB) 
HAS REDUCED THE TEN FIRMS ORIGINALLY SHORTLISTED FOR 
THE PROJECT TO THREE FIRMS; 

ELECTRO- WATT OF SWITZERLAND, LAHMEYER INTERN ATIONL OF 
GERMANY, EUBANK AND PARTNERS OF U.K.. KULJIAN WAS NOT, 
REPEAT NOT SHORTLISTED DESPITE OUR EFFORT WITH NEB. 
ACCORDING TO NEB, FINAL DECISION ON THE SELECTION OF 
THE CONSULANT IS EXPECTED TO MADE SOON. 

MILLER 


UNCLASSIFIED 
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